‘innodick ff EV2U-RMR1 
USB2.0 Fixed Focus Camera Module 


Features 
eee | —1920x1080@30fps 
ms —HDR 
LAD teres trentarion —Lens D/H/V FOV:77.3°/69.9°/42.7° 
io —OS Support: Windows, Linux, Android, MacOS (UVC) 
—Compliant to USB2.0 and USB Video Class 
—Complies with CE/FCC Class A 


Mechanical Drawing 


Mechanical Drawing Lens Specification 
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} Lens FOV: 
; ‘as Vertical:42.7° 
. we tuAFER. CONN. — a Horizontal:69.9° 
pee te a Diagonal:77.3° 
ae eh ff | Composition:4P 
8 ams IRCF:650nm 
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2-Microphone— 


TOLERANCE: +0.15mm 
UNIT: mm 
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Headquarters (Taiwan) Specifications 
5F., No. 237, Sec. 1, Datong Rd., 


RE Dist Mets MeN ay: AE hy Nexeeidelam 1920x1080 @ 30fps 
Taiwan 

Tel: +886-2-7703-3000 Output I/F USB2.0 

Branch Offices: o\oimeolaseileieam Approximate 1W 


Email: sales@innodisk.com 
USA : : 
usasales@innodisk.com Dyintsasemaedmdape 6O x 8 x 4.8mm 
+1-510-770-9421 : 
Europe O)lriememe -39C ~ +70C 
eusales@innodisk.com 
+31-40-3045-400 Sensor Size 1/6” 
Japan 
jpsales@innodisk.com . . 
*+81-3-6667-0161 acisy4em 1.4 um 


China . 
sales_cn@innodisk.com Lens type Fixed focus (M5) 


+86-755-2167-3689 
Lens D/H/V FOV —RZASw ISON Ceara 
Ohsmslelsyyoaue Windows, Linux, Android, MacOS 


www.innodisk.com 
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ete change without Order info rmation Cable appearance 
EV2U-RMR1-UMCB-C1 
ee re USB2.0 Fixed Focus Camera Module (with no DMIC) 
EV2U-RMR1-UMCB-C2 
USB2.0 Fixed Focus Camera Module (with DMIC) a 
7W 2000000160 www.innodisk.com 


USB2.0 cable 1 meter, 5 pins, pitch 1mm 


